HINGHAM — ROWES WHARF Ferry (F1) 


Weekday Service Schedule 


= acs 


Effective July 1, 2022 Operated by BOSTON HARBOR CRUISES 
Monday — Friday To Hingham 
Hingham Rowes Wharf, Rowes Wharf, Hingham 
Boston Boston 
6:00 AM 6:30 AM 6:50 AM 7:20 AM 
6:30 AM 7:10 AM 7:15 AM 7:55 AM 
6:50 AM 7:30 AM 7:35 AM 8:15 AM 
7:15 AM 7:45 AM 8:00 AM 8:30 AM 
7:45 AM 8:15 AM 8:30 AM 9:00 AM 
8:00 AM 8:40 AM 10:00 AM 10:40 AM 
8:20 AM 9:00 AM - - 
8:45 AM 9:15 AM - - 
9:15 AM 9:45 AM - - 
11:00 AM 11:40 AM - - 
- - 1:30 PM 2:10 PM 
2:30 PM 3:10 PM 3:25 PM 4:05 PM 
- - 4:00 PM 4:40 PM 
- - 4:30 PM 5:00 PM 
4:10 PM 4:50 PM 5:00 PM 5:40 PM 
- - 5:20 PM 5:50 PM 
4:45 PM 5:25 PM 5:40 PM 6:20 PM 
5:15 PM 5:45 PM 6:00 PM 6:30 PM 
5:45 PM 6:25 PM 6:30 PM 7:10 PM 
6:10 PM 6:40 AM 7:00 PM 7:30 PM 
6:40 PM 7:10 PM 7:30 PM 8:00 PM 


